1. ESSEX COLLEGE (Phase I, 1961; Phase II later) 
A NURSING DEPARTMENT 
B BIOLOGY GREENHOUSES 
C SCHOOL OF BUSINESS ADMINISTRATION 
D MEMORIAL SCIENCE BUILDING (1949) 
E ESSEX ANNEX 


2. UNIVERSITY COLLEGE 

3. UNIVERSITY LIBRARY (1958) 

4. SAINT DENIS HALL (ENLARGED 1948) 

5. UNIVERSITY CENTRE (FALL 1961) 

6. CODY HALL: MEN’S RESIDENCE (Spring 1962) 
7. SAINT MICHAEL’S HALL (1915) 

8. ADMINISTRATION BUILDING (PROPOSED) 


MAIN CAMPUS 
ASSUMPTION UNIVERSITY OF WINDSOR 


- ORIGINAL BUILDING (1857) 

. ADMINISTRATION BUILDING (1875) 

. AUDITORIUM (PROPOSED) 

. ASSUMPTION PARISH CHURCH (First Church 1748) 
. HOLY REDEEMER COLLEGE 

. CANTERBURY COLLEGE 

. HOLY NAMES COLLEGE 


nt 


